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CONFIDENTIAL STATE 103909 
E.O. 11652: GDS 
TAGS: SREF. AEMG, CB 

SUBJECT: MOVEMENT OF CAMBODIANS TO PENDLETON 
FOR CAMP PENDLETON MR. WILD, STATE/AID 

1. WE UNDERSTAND YOU ARE ESTABLISHING FACILITIES FOR 
CAMBODIANS TO ARRIVE FROM BANGKOK WHICH ARE PHYSICALLY 
REMOTE FROM FACILITIES FOR VIETNAMESE, AND WE CONCUR. 

2. YOU WILL BE INFORMED OF EXACT TIME OF ARRIVAL OF 
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FLIGHTS WHEN KNOWN, BUT ICEM EXPRESSING SOME DIFFICULTY 
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IN CHARTERING AIRCRAFT DUE TO HEAVY DEMANDS ON PLANES. 

3. LIST OF THESE CAMBODIANS HAS BEEN DIVIDED UP AMONG 
THE VOLUNTARY AGENCIES AND VOLUNTARY AGENCIES HAVE 
ALREADY BEEN INFORMED WHICH FAMILIES EACH AGENCY WILL 
RESETTLE. THUS THESE SHOULD BE ABLE TO MOVE QUICKLY 
THROUGH THE CAMP. KISSINGER 
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